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PAGE 01 SANTO 04365 081412Z 
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ACTION EB-07 

INFO OCT-01 ARA-10 ISO-OO FCC-02 CCO-OO CIAE-00 OTPE-OO 

INR-07 NSAE-00 OC-06 USIA-15 COME-OO BIB-01 /049 W 

024806 

R 081330Z SEP 76 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 8185 

UNCLAS SANTO DOMINGO 4365 

E.O. 11652: N/A 
TAGS: ETEL, DR 

SUBJECT: OBJECTIONABLE OPERATION OF RADIO BROADCAST STATION HIBG 
ON 1 160 KHZ AT SANTIAGO, D.R. 

REF: A) STATE 209444, B) STATE A-3570 

1 . IN MEETING WITH EMBOFF, GODR TELECOMMUNICATIONS PROMISED 
TO ASK HIBG TO REDUCE ITS POWER OUTPUT TO 250 WATTS AT NIGHTTIME. 

2. TELECOMMUNICATONS WOULD LIKE TO KNOW EXACT TIMES DAYTIME 
MONITORINGS CITED IN REFAIR B OCCURRED BEFORE REQUESTING HIBG 
TO REDUCE ITS DAYTIME OUTPUT. IF TIMES WERE NEAR SUNSET OR 
SUNDOWN, TELECOMMUNICATIONS BELIEVES THAT POWER REDUCTION DURING 
ENTIRE DAYTIME PERIOD IS NOT NECESSARY. 

3. PLEASE ADVISE. 

HURWITCH 
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